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Gens Katee FT aye 
Dear George: te a ry, 


Attached are two lists of test equipment, to be 
used at the test site, for which your approval is required. 
List 1 is the furniture and equipment already purchased for 
test work on System 1, totaling $4,629.10. List 2 is 
additional equipment which will be required for System 3, 
and should be procured immediately for February usage. 

It totals $ 4,428.30. Items costing less than %$ 15.00 have 
not been included, as these will be charged to overhead. 


Your written approval to direct charge these 
items of furniture and test equipment is requested. 


25X1A Sincerely, 


PROUD NS Bm ee Seana 


i a ne 7 CLASS. » 4 
eee 
OAbGe a: HOSE ; 
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INVENTORY OF EQUIPMENT SHIPPED TO CUSTOMER 


Unit 
Description Manufacturer Model No. Serial Nos. Quantity Price Amount 
Furniture and Fixtures 
Bench, Laboratory, 1 $ 115.00 $ 115.00 
with Steel Legs and 
Two Drawers 
Bench, Laboratory, Weedle Woodcraft Co. 1 45,00 45.00 
(72" x 30"), with 
eae Legs and No. - 
pPrawers 
Cabinet, Storage, Haz-Bin,Jr. J=32s8d 2 20.90 41.80 
Carrying Case C=32 2 
Dolly Magnesium Co. of M-126 suyoh a 9h. 95 94.95 
America 
File, Safe, 4dr., Hercules 1 263.07 263.07 
letter size 
Lamp, 2k", Dazor 3 19-31 57°93 
Clamp-on . 
Stool, Laboratory 668-T 2 2h..82 49.64 
\ Test Equipment 
Amplifier and E-1O010S ny 76.09 76.09 
Associated Equipment 
Amplifier, Portable Newcomb E-LOA 89102 1 
Case 1 
Cord. 1 
Speaker L 
Amplifier, Inter- Qualitron, Inc. AM-26/A1C 1558 1 85.00 85.00 
phone, with Dyna- 
meter 
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Deseription 


Decade Box 
Capacitor, Precise 


Multimeter 
Oscillator, Wide Range 


Oseilliscope and 
Associated Equipment 


Oscilliscope, Portable 


Preamplifier, 
Plug-in 


Power Supply, 
28v, 15 AMP 


Preamplifier, Iw 
Level 


Recorder and 
Associated Equipment 


Amplifier, DC 
Carrying Case 


Chart Drive, 
Take-up 


Inking Kit 
Recorder 
V.0.M.A. 


V.T.V.M. 


Manufacturer 


Triplett 


Hewlett-Packard Co. 


Tektronix 


Tektronix 


Perkins Engineering 


Tektronix 


Brush Electronics 


Brush Electronics 


Brush Electronics 


Brush Electronics 
Brush Electronics 
Simpson 


Hewlett-Packard Co. 


Model No. 


631 


200 CD 


93L 
2375 


MR~532-15 


122 


410B 


Serials Noss 


1963, 7968 
6387 


1326 
1545 


1335 


928-55~1036 


99-1259 


202-559-5702 


9665(?) 
10233 


Quantity 


HP FF FB 
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Unit Price 


$ 26.20 
59.50 
150.00 


995 00 
125.00 


494.10 


85.00 


565.00 
60.00 


48.00 


25400 
650.00 

34.65 
245.00 


Amount 


$ 104.80: 
119.00 


150.00 


995 200 
125.00 


4ght.10 


85.00 


565.00 
60 200 
48.00 


25.200 
650.00 
34.65 
25.00 


Description 


Blower, Squirrel Cage 
100 V, 60 Cycle, 
200 CIM 


Drill, Electric, 
1/4 Inch 
Plerminal Kit, 
ySolderless 
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Manufacturer Model No. Serial Nos. Quantity 
Tools 
Smallcomb Electric Co. 4-C (Trade- 2 
Wind) 
Black & Decker 457 3264005 ab 
AMP No. 18,PG 1 
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Unit Price 


Amount 
$ 40.62 © 
40.50 


18.95 
$ 4,629.10 
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Description Manufacturer 


sonar, RUSTIC no ne 


} 


Detector Assembly General Radio 


Generator, Signal General Radio 
Generator, Signal Hewlett-Packard 
Mega-Sweep Kay Electric 
Meter, Grid Dip Measurement Corp. 
Meter, Admittance General Radio 
Power Supply Dressen-Barnes 
Power Supply Dressen-Barnes 
Transformer, Constant 


Voltage, 500- Watt, 
95 to 125 input Sola 


aaa 


Model No. 
Type DNT-1 
No. 1001-A 
Model 608-D 
Model 111-A 
Model 59 
Model 1602-B 
Model D5-300B 


Model 3-150L 


No. 20-13-150 


3 » 
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Quantity 


1 


$ 


82. 


Unit Price 
. 00 
. 00 
. 00 
. 00 
. 00 
. 00 
. 00 


. 00 


65 


Amount 


$ 635.00 
695.00 
1,050.00 
575.00 
168. 00 
295.00 
650. 00 


195.00 


165. 30 


$ 4, 428. 30 


